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HARYANA GOVT GAZ., DEC 24 , 1974 (PAUSA . 3 , 1896 SAKA) 


( PART 1 


Tid 1711 D ambi:r, 1974 
No. 15212- IPP -74 /36843. --- In midificustin of Hyryan .Gerimin Nifiidlin N , 1255- IPP 
74 ;3493, d : 

1d 7th Febury , 1971. The Given . vf Hiryani is p ! :situr ficn th : Pild.wing Public 
Relutions ofiars , its sub tintive pirminin in the y c.l.if Rs. 271-23-55025-750 with effect 
from the date mentioned : g:iinst them : 


4-10-61 


(i) Siri P. K. Nijh :1w.in 
iii ) Shri M. L. Bhaiia 


5-10-61 


ASHOK PAHWA , Dy. Secy . 


HOME (JAILS) DEPARTMENT 

The 16th December 1974 
No. 9836 6J J - 74,36820 . -As it result of the examination held in October , 1974 , the Central Com 
mittee of Examinations, Haryana, has declared the following officers as having passed the Departmental 
Examinations fo : officers appointed as members of Haryana Prisons Services Class 11 , Assistant Super 
intendent Probation Officer Sub Assistant Superintendents of Haryana State in respect of the papers 
indicated against each : - - 
Serial Name and Designation of the Officers 

Remarks 
No. 


. 


2 
3 


4 


S 


1 


2 . 
3 
4 


S 


6 
7 


(PAPER 11 -- PUNJAB JAIL MANUAL ) 
Shri Manohar Lal Assistant Superintendent 

Passed in lower Standard 
Shri Yudhishter Yadav, Deputy Superintendent 

Passed with credit 
Shri Sewa Ram Gauri, Assistant Superintendent 

Passed in lower Standard 
Shri Partap Singh , Sub Assistant Superintendent 

Passed in lower Standard 
Shri B. N. Vohra , Superintendent Jail ( now working as Passed with credit 
D.P.O., Rohtak ) 

(PAPER [I[ -- CRIM INAL LAW ) 
Shri B. N. Vohra , Superintendent (now working as D.P.O. Passed in Higher Standard 

Rohtak ) 
Shri Paul Singh , Assistant Superintendent 

Passed in lower Standard 
Shri Jagat Pal, Assistant Superintendent 

Passed in lower Standard 
Shri Mam Raj, Sub Assistant Superintendent 

Passed in lower Standard 
Shrimati Ph ol Kumari Singh , Assistant Superintendent Passed in Higher Standard 
Shri Nasib Singh , Assistant Superintendent 

Passed in lower Standard 
Shri Udho Ram , Assistant Superintendent 

Passed in lower Standard 
Shri Abipash Chandra Agnihotri, Assistant Superintendent Passed in Higher Standard 
Shri Chhote Singh Yadav, Assistant Superintendent 

Passed in Higher Standard 
Sbri O.P. Kalia , Assistant Superintendent 

Passed in Higher Standard 
Shri Yudhishter Yadav, Deputy Superintendent 

Passed with credit 
Shri Bharat Singh , Deputy Superintendent 

Passed in lower Standard 
( PAPER V - HINDI) 
Shri Sewa Ram Gaurl , Assistant Superintendent 

Passed 
Shri Partap Singh , Sub Assistant Superintendent 

Do 
Shri Bharat Singh , Deputy Superintendent 

Do 
Shri Mam Raj Sharma, Sub Assistant Superintendent 

Do 
Shri Jagat Pal, Assistant Superintendent 

Do 
Shri Paul Singh , Assistant Superintendent 

Do 
Shri Yudhishter Yadav , Deputy Superintendent 

Do 


8 


9 
10 
11 
12 


2 


3 
4 
5 


6 


7 


S.D. BHAMBRI, Sicy . 


LATE NOTIFICATIONS 


